DART AEROSPACE LTD 
Work Order: 



Description: Crosstube Assembly (412 High Aft) 
Part Number: 
D412-664-243 



Inspection Dwg: D412-664-243 Rev: D 
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FIRST ARTICLE INSPECTION CHECKLIST 


First Article 
Prototype 


Inspection Sheet 
Drawing Dimension 
Tolerance 
Actual 


Dimension 
Accept 
Reject 
Method of 
Inspection 
Comments 


2.684 
+0.005/-0.000 


2.748 
+0.005/-0.000 


2.884 
+0.005/-0.000 


3.019 
+0.005/-0.000 


3.163 
+0.005/-0.000 


3.308 
+0.005/-0.000 


3.429 
+0.005/-0.000 


2.990 
+0.005/-0.000 


2.618 
+0.005/-0.000 



0.200 
+/-0.010 


R0.063 
+/-0.010 


R0.500 
+/-0.010 


4.971 
+/-0.030 


SIDE A 



2.684 
+0.005/-0.000 


2.748 
+0.005/-0.000 


2.884 
+0.005/-0.000 


3.019 
+0.005/-0.000 


3.163 
+0.005/-0.000 


3.308 
+0.005/-0.000 


3.429 
+0.005/-0.000 


2.990 
+0.005/-0.000 


2.618 
+0.005/-0.000 



0.200 
+/-0.010 


R0.063 
+/-0.010 


R0.500 
+/-0.010 


4.971 
+/-0.030 


SIDE B 


124.09 
+/-0.020 


Measured by: 
Audited by: 
Prototype Approval: 
N/A 


Date: 
Date: 
Date: 
N/A 


Rev 
Date 
Change 
Revised by 
Approved 


A 
04.06.16 
New Issue 
(P/O D412-664-203) 
KJ/JLM 


B 
06.03.09 
Dwg Rev updated 
KJ/JLM 


C 
07.05.08 
Tolerance updated for dimension 4.971 
KJ/JLM 



X 


